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1.11111111 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph.800-994-6322 


FORMALDEHYDE (STERILE) 2% IRRIGATION S 


Description: 

Quantity made: 150 ML Batch yield: 150.000 

Qty remaining: 150.000 

Date made: 6/12/2012 
Lot number: 06122012@69 
Beyond use date: September 10, 2012 

90 days after compounding 

Pharmacist: GC 


Log 


Active 171 
ID: 9484 
ID: 233277 


Technician: <NONE> 


Pricing calculations from the loo 

lEstimated price $9.oo as of 

Ingredient cost $o.oo 

Device cost $o.oo — 

Time cost $Q-oo Time to make 


Profit 


$9.00 


Packaging: 

Equipment: 

Labeling: 

Stability information: 

Chemicals 


Sch. Quantity used QS ( Balance ) 

| 5061 

Actual 

, FORMALDEHYDE SOLUTION 37 

■% LIQUID 

L 8.1 ML n 

$0.00 i 

Lot #:-JS6Ba6 

Balance: 6Z) y 

Mfg: SPECTRUM 

Exp. dale: 5/37/8674 Whlsr: JT BAKER 

E ach ML contains 0.054'MLor 5.4%^ 

NDC: ChemlnvID: 0 

2 WATER FOR INJECTION INJ 

Lot #: J2B670 S 


141.9 ML (5) 

$283.80 06/17/2005 

Mfg: BRAUN 

Exp. date: 8/31/2014 / Whlsr: BRAUN 

AWP: $0.69 



NDC: 00409488799 ^ ° 

ChemlnvID: 300 



(Added all GM & GMS: 0.00) 

$283.80 

Log Instructions & Notes 





Originally made as: 150 FORMALDEHYDE (STERILE) 2% IRRIGATION S 
Calculated lot number: 06 ~ ' 

FORMULA INSTRUCTIONS: 


ORMALDEHYDE (STERILE) 2% IRRIGATION S / 

06122012@69 Beyond use date: 9/10/2012 3.2*J j 00 J V 


E BY A PHARMACIST/TECHNICIAN WHO HAS BEEN 


FACILITY NAME:. ' d axfAoJr f . U e d - Ctr. 

B*S(/SYRINGEjsiZE: _ .Cp.Qf nU 

QUANTITY: 


(POLYOLEFIN BAG) OR 60 ML SYRINGES 


ALSO KNOWN AS FORMALIN 

NOTE: MUST USE POLYOLEFIN BAG 


ZEBRA BAR CODE: 99910000170 1 L BAG 


y 

$ol -T 

= 

NEW ENGLAND COMPOUNDING CTR 
.35 697 WAVERLY ST. 

^FRAMINGHAM. MA 01702 SOO-9S 


« FORMA! DEHYDF fSTERILE) 2% IRRIG ,A.IL 


1) MEASURE APPROPRIATE VOLUME OF FORMALDEHYDE 37% SOLUTION (FORMALDEHYE EXIST AS 37% BY 
NATURE) 

2) DRAIN APPROPRIATELY SIZED BAG OF EQUAL AMOUNT TO FORMALDEHYDE 37% AND OVERFILL (B BRAUN 


Date entered: 6/12/21 
Checked by: I J 


12 11:48:13 AM Last modified: 6/12/2012 11:48:43 Al 


V whit- 




174756 28 15 001768 


FDA P00092395 



